Another "Sweet" Hotel 

MISSOURI HOTEL 

JEFFERSON CITY, MO. 

150 Rooms - 150 Baths 
Fiie-Proof - Air Conditioned - Air Cooled 
Walter B. Simpson, Manager 

pjtpq. I Single.$2.00 to $3.00 

{Double .$3.50 to $6.00 
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